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Tobacco fnstitute Testing Laboratory 
Market Sample 31 
Test Results - Rounded Values 


Brand 


“Tar” “Nicotine” CO 

mg/cig mg/ci^ mg/cig 


♦Alpine KFMSP... 

_17. 

1.1 

16 

Amcriran KT^P... 

1? 

0.9 

13 

American Lights lOO’s lOOFSP... 

.13 

1.1 

14 

Rftlair KFMSP. 

11 

0.8 

10 

Belair lOO’s lOOFMSP. 

.9 

0.7 

9 

Benson & Hedges KFHP...„,. 

.15 

1,3 

13 

♦Benson & Hedges ICW’s IQOFHF... 

.17 

1.2 

17 

♦Benson & Hedges lOO’s lOOFMHP. . 

.17 

1.2 

17 

♦Benson & Hedges lOO’s lOOFSP. 

.17 

1.2 

16 

♦Benson & Hedges lOO’s lOOFMSP... 

.17 

1.2 

16 

Benson & Hedges Deluxe Ultra Lights lOO’s lOOFHP.... 

.5 

0.4 

6 

Benson & Hedgra Deluxe Ultra Lights lOO's lOOFMHP, 

._™5 

0.5 

6 

Benson & Hedges Lights lOO’s lOOFSP. 

.11 

0.8 

13 

Benson & Hedges Lights lOO's lOOFMSP. 

.11 

0.8 

12 

Benson & Hedges MnltifUter KFSP.„... 

_11 

0.8 

11 

Brighf inOs ino-pMSP. 

_6 

0.4 

10 

Cambridge Full Flavor KFSP...... . 

.17 

1.1 

16 

Cambridge Full Flavor lOO’s lOOFSP... 

.17 

1.2 

16 

Cambridge Lights KFSP......... 

.12 

0.8 

13 

Cambridge Lights KEMSP...........„...„.».. 

.12 

0.8 

12 

Cambridge Lights lOO’s 10 QFSP..............,..............m„.......... 

.12 

0.9 

15 

Cambridge Lights lOO’s lOOFMSP... 

_12 

0.9 

15 

Cambridge Ultra Low Tar lOO’s lOOFSP. , 

_5 

0.4 

7 

Camel RNFSP„... 


1.4 

14 

Camel Filters KEHP...,.____ 

..17 

1.1 

17 

Camel Filters KFSP. 

.16 

1 

15 

Camel Filters lOO’s lOOFSP...... 

__18 

1.1 

19 

Camel Lights KFHP... 

..10 

0.6 

12 

Camel Lights KFSP. 

....9 

0.6 

11 

Camel Lights lOO's lOOFSP.... 

_11 

0.8 

IS 

Capri lOOFHP. 

.9 

0.8 

6 

Capri lOOFMHP. 

9 

0.7 

6 

Carlton KFHP. 


0 

0 

Carlton KFSP..... 

.1 

0.1 

2 

Carlton KFMSP. 

.1 

O.I 

1 

Carlton lOO’s lOOFHP... 

.1 

0.1 

1 

Carlton lOO’s tOOFMHP... 

.1 

0.1 

1 

Carlton ICM’s lOOFSP... 

..3 

0.3 

5 

Carlton lOO’s lOOFMSP. 

.5 

0.4 

6 

Carlton 120’s 120FSP„... 

_6 

0.6 

6 

Carlton 120’s 120FMSP. 

.6 

0.6 

5 

Century 25’s (25) KFSP..—.... 

.15 

1 

18 

Century 25’s lOO’s lOOFSP. 

.18 

1.1 

21 

Century 25’s Lights (25) KFSP„. 

.10 

0.7 

12 

Century 25’s Lights lOO’s lOOFSP.. 

-12 

0.9 

13 


*Rctcs(ed brand 
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Tobacco Institute Testing Laboratory 
Market Sample 31 
Test Results - Rounded Values 


Brand 


“Tar” “Nicotine” CO 

nig/cig mg/cig ing/ci; 


Century 2S’s Menthol Lights lOO’s lOOFMSP. 

Chesterfield RNFSP... 

Chesterfield KNF5P.. 

Doral Full Flavor KFSP...—.............. 

Doral Full Havor lOO’s lOOFSP. 

jDoral Lights KFSP. 

Doral Menthol Lights KFMSP. 

Doral Lights lOO’s lOOFSP.. 

Doral Menthol Lights lOO’s lOOFMSP. 

Doral Ultra Lights lOO’s lOOFSP. 

English Ovals KNFHP... 

Eve Slim Lights lOO’s lOOFHP .. 

Eve Slim Lights lOO’s lOOFMHP. 

EveLi^ts l:M’s 120FHP...... 

Eve Lights 120’5 120FMHP... 

Falcon Ughts KFSP. 

Falcon Lights KFMSP.. 

Falcon Lights lOO’s lOOFSP. 

Falcon Lights lOO’s lOOFMSP ... 

Harley Davidson KFSP .. 

Herbert Tareytou KNFSP................................. 

Kent Golden Lights KFHP... 

Kent Golden Lights KFSP... 

Kent Golden Lights KFMSP...... 

Kent Golden Lights IGOs lOOFHP. 

Kent Golden L^ts 100s lOOFSP..... 

Kent Golden Lights 100s lOOFMSP...__ 

Kent KFHP.... 

Kent KFSP.. 

Kent lOQs lOOFSP.. 

Kent 100s lOOFMSP.... 

Kent III KFSP... 

Kent III 100s lOOFHP. 

Kent III lOOs lOOFSP... 

KoolRNFMSP..... 

KoolKFMHP___ 

Kool KFMSP..... 

Kooi Super Longs lOO’s lOOFMSP. 

Kool Lights KFMSP.. 

Kool Lights lOO’s lOOFMSP. 

Kool Milds KFMHP.... 

Kool Miids KFMSP. 

Kool Milds lOO’s lOOFMSP. 

Kooi Ultra KFMSP. 

Kool Ultra lOO’s lOOFMSP.. 

L & M KFSP.... 

L & M Super 100 lOOFSP.. 




.11 

0.8 

13 

.20 

1.3 

13 

.24 

1.6 

15 

.17 

0.9 

20 

.15 

0.8 

17 

.12 

0.7 

15 

.12 

0.6 

14 

.11 

0.7 

13 

.12 

0.7 

14 

.7 

0.5 

12 

.....24 

1.9 

16 

.13 

1 

11 

.....13 

1 

11 

.13 

1.1 

12 

.13 

1.2 

12 

.11 

0.8 

11 

..„.10 

0.8 

12 

.....12 

0.9 

15 

.9 

0.7 

11 

.14 

1 

16 

.25 

1.6 

18 

.9 

0.8 

10 

.8 

0.7 

10 

g 

0.8 

9 

.10 

0.9 

11 

.....10 

0.9 

11 


0.8 

10 

.„„11 

0.9 

13 

.....12 

0.9 

14 

.14 

1 

15 

.14 

1 

14 

.3 

0.3 

4 

5 

0.5 

7 


0.4 

7 

.21 

1.4 

14 

„.,.16 

1.1 

16 

.17 

1.1 

17 

.17 

1.2 

17 

. S 

0.7 

9 

.9 

0.7 

10 

.12 

0.9 

H 

.12 

0.9 

13 

.12 

1 

13 

.2 

0.2 

3 

.5 

0.4 

5 

.14 

1.1 

13 

.14 

1.1 

14 
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Tobacco Institute Testing Laboratory 
Market Sample 31 
Test Results - Rounded Values 


Brand 


“Tar” ^‘Nicotine’^ CO 

mg/cig mg/cig mg/cig 


L & M Long Lights lOOFSP. 

....8 

0.8 

6 

L & M 30’s Lights lOO’s lOOFSP. 

..13 

1.1 

11 

LarkKFSP. 

..14 

1.1 

13 

Lark lOOFSP. 

-15 

1.2 

14 

1 jiric T .ighfs KFSP........................................................................ 

..13 

1 

13 

Lark Light lOO's lOOFSP. 

-.14 

1.1 

15 

Lucky Strike RNFSP. 

-24 

1.5 

16 

T .iirky SrHke KFHP.. 

..12 

0.9 

13 

Lucky Strike KFSP..... 

-12 

0.9 

13 

Lucky Strike Filters lOO’s lOOFSP. 

-12 

1 

13 

Lucky Strike Menthol lOO’s lOOFMSP. 

-12 

1 

12 

Lucicy StTtlco X.<>i^|kTs ICFSP 

--8 

0.7 

10 

Lucky strike Lights 100’s lOOFSP. 

....9 

0.7 

10 

Magna KFHP. 

-14 

0.9 

16 

Magna KFSP. 

-14 

0.9 

15 


0.6 

14 

Malibu Filters KFSP... 

-16 

1.2 

14 

Malthii Menthol KFM.SP. .. 

-17 

1.2 

15 

Malibu lOO’s lOOFSP.. 

-14 

1.1 

13 

Medibu Menthol lOO’s lOOFMSP.. 

..12 

0.9 

13 

Maitbii T.lght.s KF.SP. 

-10 

0.8 

11 

Malibu U^ts lOO’s lOOFSP... 

....9 

0.8 

11 


1.1 

15 

Marlboro KFSP. 

-17 

1.2 

17 

♦Marlboro KFMSP. 

-17 

1.2 

15 

Marlboro lOO’s lOOFHP. 

-17 

1.2 

17 

Marlboro lOO’s lOOFSP. 

-17 

1.2 

16 

Marlboro 25’s KFSP. 

-17 

1.1 

16 

Marlboro Lights KFHP..... 

-11 

0.8 

12 

Marlboro Lights KFMHF..... 

..10 

0.8 

11 

Marlboro T.iffhts KFSP. 


0.8 

12 

Marlboro Lights KFMSP. 

-10 

0.8 

10 

Marlboro Lights lOO’s lOOFHP. 

-11 

0.8 

12 

Marlboro Lights lOO’s lOOFHMP. 

-10 

0.8 

11 

Marlboro Lights lOO’s lOOFSP. 

..11 

0.8 

13 

Marlboro Lights 100’s lOOFMSP. 

-11 

0.9 

12 

Marlboro Lights 25’s KFSP... 

..11 

0.8 

12 

Marlboro lOQ’s Red lOOFHP... 

-16 

1.2 

16 

Marlboro lOO’s Red lOOFSP. 

-17 

1.2 

17 

Max 120s 120FSP. 

-17 

1.3 

18 

Max 120s 120FMSP........ 

..17 

1.4 

17 

Merit KFHP. 

-.8 

0.6 

10 

Merit KFSP. 

-..8 

0.6 

10 

Merit KFMSP. 

....8 

0,6 

10 

Merit lOO’s lOOFSP. 

..10 

0.8 

12 


*Retcsted brand 
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Tobacco Institute Testing Laboratory 
Market Sample 31 
Test Results - Rounded Values 


Brand 


“Tar” ‘^Nicotine” 

mg/cig me/cie 


CO 




Merit lOO’s lOQFMSP.. 

Merit Ultra Lights KFSP. 

Merit Ultra Lights KFMSP„. 

Merit Ultra Lights lOO’s IQOFSP.. 

Merit Ultra Lights lOO’s lOOFMSP. 

More 120s LKIFSP. 

More 120s 120FMSP. 

More Li^ts 100s lOOFHP. 

More Lights 100s lOOFMHP.. 

More Lights 120s 120FSP. 

More Lights 120s 120FMSP.. 

Newport KFMHP... 

Newport KFMSP... 

New^sort lOO’s lOOFMHP. 

Newport lOO’s lOOFMSP....- 

Newport 25’s KFMSP... 

Newport 25's lOOFMSP. 

Newport Lights KFMHP...... 

Newport Lights KFMSP,.... 

Newport Lights lOO’s lOOFMHP. 

Newport Lights lOO’s 1{M)FMSP......— 

Newport Stripes lOOFHP. —.... 

Newport Stripes lOOFMHP. 

Newport Stripes Slim Lights lOOEMHP,.., 

NowKFHP. 

Now KFSP.... 

Now KFMSP.... 

Now 100s lOOFHP..... 

Now 100s lOOFSP. 

Now 100s lOOFMSP. 

Old Gold Straights KNESP. 

Old Gold Filters KFSP.. 

Old Gold Filter lOO’s lOOFSP... 

Old Gold Lights KFSP. 

Old Gold Lights 100s lOOFSP. 

Pall Mall KNFSP. 

Pall Mall 25’s KNFSP... 

Pall Mall lOO’s lOOFSP. 

Pall Mall Lights lOO’s lOOFSP. 

Pall Mall Light lOO’s Low Tar lOOFMSP.. 

Pall Mall Red Filters KFSP. 

Pall Mall Red Filters lOO’s lOOFSP .. 

Pall Mall Red Lights KFSP. 

Pall Mall Red Lights lOO’s lOQFSF.. 

Parliament Lights KFHP. 

Parliament Lights KFSP... 

Parliament Lights lOO’s ICKIFSP...... 


..10 

0.8 

12 

.,..4 

0.4 

6 

....5 

0.4 

6 

.,..5 

0.5 

7 

....6 

0.5 

8 

..16 

1.2 

22 

..17 

13 

22 

..10 

0J8 

11 

.,.,9 

0.7 

10 

.,13 

1 

20 

..12 

1 

20 

..16 

12 

16 

..17 

13 

18 

..19 

15 

19 

.,19 

15 

19 

..17 

1.3 

18 

...19 

1.5 

20 

...„9 

0.7 

10 

.,„8 

0.7 

9 

....9 

0.S 

10 

.....9 

OK 

10 

..12 

0.9 

17 

...12 

0.9 

16 

.....9 

0.8 

11 

.....0 

0 

0 

....1 

0.1 

2 

....1 

0.1 

2 

.0 

0 

0 

.....2 

0.2 

3 

_2 

03 

4 

...27 

1.9 

19 

...17 

12 

18 

...20 

1.5 

20 


0.8 

11 

...12 

0.9 

17 

...25 

1.6 

17 

...25 

1.6 

17 

...17 

13 

17 

...10 

0.8 

12 

...13 

LI 

13 

...14 

1 

13 

...14 

1.1 

14 

...10 

0.8 

11 

...11 

0.9 

12 

.....9 

0.7 

10 

.9 

0.7 

10 

...12 

0.9 

13 
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Tobacco Institute Testing Laboratory 
Market Sample 31 
Test Results - Rounded Values 


“Tar” “Nicotine” CO 


Brand 

nig/cig 

mg/cig 

mg/cig 

PhiJip Morris Commander KNFSP. 

.26 

1.6 

16 

Philip Morris International lOOFHP. 

.17 

1.1 

16 

Philip Morris International inOFMHP,.. 

.17 

1.1 

16 

Players RNFHP... 

.25 

1.7 

16 

Players KFHP. 

.12 

0.8 

12 

Players KFMHP. 

.17. 

0.8 

12 

Players lOO’s lOOFHP....... 

_14 

1 

13 

Players lOO’s lOOFlvIHP.. 

_14 

1 

13 

Players Lights 25’s KFSP.... 

.10 

0.7 

11 

Flayers Lights 25’s KFMSP.. 

_10 

0.7 

11 

Players 25’s Lights lOO’s lOOFSP... 

.12 

0.9 

14 

Players 25’s Li^ts lOO’s lOOFMSP..... 

.11 

0.8 

14 

Raleiglt KNFSP... 

.24 

1.4 

17 

Raleigh KFSP. 

.16 

1 

15 

Ralel^ lOO’s lOOFSP...... 

.16 

1 

16 

Raleigh Lights KFSP. 

.11 

0.9 

13 

Ralei^ Lighte lOO’s lOOFSP__ 

.12 

0.9 

14 

Richland 20’s KFSP. 

.16 

LI 

16 

RicUand20’s KFMSP. .. 

.16 

1 

16 

Richland 20’s IGO’s lOOFSP. 

.17 

1.2 

17 

Richland 20's Menthol lOO’s lOOFMSP_ 

.„.17 

1.2 

17 

Richland 20’s lights KFSP... 

.12 

0.9 

13 

Richland 20’sLi^ts lOO’s lOOFSP.. 

_12 

0.9 

14 

Richland (25) KFSP„.„. 

.17 

1.2 

16 

Richland (25) KFMSP. 

_16 

1.1 

16 

Richland IOC’s (25) lOOFSP. 

.17 

13 

17 

Richland lOO’s (25) lOOFMSP.... 

........16 

1.2 

16 

Richland ^ghts (25) KESP..... 

..12 

0.9 

13 

Richland Lights (25) lOO’s lOOFSP. 

_12 

0.9 

14 

Ritz 100 lOOFHP_...... 

.10 

0.8 

11 

Rifz 100 100FMHP........ 

. 11 

03 

12 

Salem KmSP.. .. 

.16 

1 

17 

Salem lOO’s lOOFMSP. 

.17 

1.2 

16 

Salem Lights KFMSP. 

.10 

0.7 

13 

Salem Li^ts lOO’s lOOFMHP. 

.11 

0.9 

12 

Salem Lights lOO’s lOOFMSP. 

.9 

0.7 

11 

Salem Slim Lights lOO’s lOOFMHP. 

.10 

0.8 

10 

Salem Ultra Lights KFMSP. 

. 5 

0.4 

8 

Salem Ultra Lights lOO’s lOOFMSP. 

.5 

0.4 

8 

Saratoga 120’s 120FHP.. 

.15 

Li 

15 

Saratoga 120’s 120FMHP. 

.15 

1.1 

15 

.Satin lOOFSP. 

11 

1 

13 

Satin lOOFMSP. 

11 

1 

13 

Silva Thins Filters lOOFHP.,....... 

.12 

1 

13 

Silva Tliins Menthol lOOFMHP. 

.11 

0.9 

12 

Silva Thins lOOFSP. 

.12 

1 

10 

Silva Thins Menthol lOOFMSP.. 

.12 

1.1 

10 
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Tobacco Institute Testing Laboratory 
Market Sample 31 
Test Results - Rounded Values 


Brand 

«Tar” 

mg/cig 

“Nicotine” 

mg/cig 


Spring lOO’s lOOFMSP......— 

. 19 

1.5 

19 

Tall 170s 1?0FSP. 

?n 

1.6 

20 

Tall 120s 120FMSP. 

.18 

1.6 

16 

TareytonKFSP.. 

.„14 

1 

16 

Tareyton lOO’s lOOFSP. 

..14 

1 

17 

L,iohtK KFSP.. 

.5 

0.4 

6 

Tareyton Long Lights lOOFSP.. 

.S 

0.7 

9 

Triumph KFSP.. 

.........3 

0.3 

4 

Triumph KFMSF. 

......4 

0.3 

4 

Triumph tnOFSP 

.5 

05 

7 

Triumph lOOs IflOKM^SP...-_ 

.5 

0,5 

8 

True ^SP. 

.5 

0.5 

6 

TrueKFMSP. 

.5 

05 

6 

True 100’s lOOFSP. 

.7 

0.6 

7 

True lOO’s lOOFMSP. 

.7 

0.6 

7 

Vantage KFSP. 

.11 

05 

13 

Vantage KFMSP...... 

_...10 

0.7 

13 

Vantage 100s lOOFSP. 

...9 

0.6 

13 

Vantage Menthol lOOs lOOFMSP.. 


0.6 

13 

Vantage Ultra Lights KFSP... 

_ _6 

0.5 

8 

Vantage Ultra Lights 100s lOOFSP. 

. 

0.5 

9 

Viceroy KFSP. . ... 

.15 

1 

15 

Viceroy Super Long lOO’s lOOFSP......._... 

.16 

1.1 

IS 

Viceroy Lights KFSP.......... .. 

.11 

0.9 

13 

Viceroy Lights lOO’s lOOFSP. 

.12 

0.9 

14 

Virginia Slims IOQFSP.... 

.15 

1.1 

14 

Virginia Slims inOFM'.SP .. 

.15 

1.1 

14 

Virginia Slims Lights lOOFHP. 

...9 

0.7 

9 

Virginia Siitns Lights lOOFMHP... 

.9 

0.7 

9 

♦Virginia Slims Lights 120’s 120FHP. 

.15 

1.1 

15 

*Vir^a Slims Lights 120’s 120FMHP_ 

.15 

1.1 

15 

Winston KFHP.. 

.....17 

1.1 

17 

Winston KFSP. 

.... 17 

1.1 

16 

ITinston lOO’s lOOFSP. 

.17 

1.1 

19 

Wm.ctnn T.ighh.t; ICFHP.., ,.. 

.10 

0.6 

12 

Winston Lights KFSP....... 

.....11 

0.8 

13 

Winston Lights lOO’s lOOFHP. 

..10 

0.7 

12 

Winston Lights lOO’s lOOFSP.. 

...11 

0.8 

13 

Winston I lEtra I .ights PCFSP 

_5 

05 

8 

Winston Ultra Lights lOO’s lOOFSP. 

.5 

05 

9 

Craven "A" KFHP... 

_16 

1.2 

16 

Craven "A" Filter Standard Size RFHP_ 

..19 

15 

14 

Dunhill International lOOFHP..... 

.15 

1.4 

18 

Dunhiil Menthol lOOFMHP. 

.14 

1.2 

17 

Dunhill Menthol Mild lOOFMHP.. 

.10 

1 

13 


*Rctestcd brand 
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Tobacco Institute Testing Laboratory 
Market Sample 31 
Test Results - Rounded Values 


Brand 


“Tar” “Nicotine” CO 

nig/cig mg/cig ntg/cig 


DunhiU International Superior Mild lOOFHP... 

.8 

0.7 

10 

Rothmans KFHP... 

.IQ 

13 

23 

Rothmans Spedal Mild KFHP. 

.14 

1 

16 

St. Morit?; Filter IflOs lOOFSP.,. 

.14 

1.1 

16 

St. Moritz Menthol lOOFMSP. 

.15 

1 

17 
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Tobacco Institute Testing Laboratory 
Market Sample 31 
Test Results - Philip Morris Brands 



*Alpine KFMSF.17.1 ± 0.2 

Benson & Hedges KFHP.......15.4 ±0.2 

’•‘Benson & Hedges lOO’s lOOFHP ...173 ±0.2 

*Benson & Hedges lOO’s lOOFMHP...17.4±0.2 

*Benson & Hedges lOO's lOOFSP...173±0.2 

♦Benson & Hedges lOO’s lOOFMSP.17.1 ±0.2 

Benson & Hedges Deluxe Ultra Lights lOO’s lOOFHP.5.0±0.2 

Benson & Hedges Deluxe Ultra Lights lOO’s lOOFMHP5.2±0.1 

Benson & Hedges Lights l(X)’s lOOFSP____—,. 10.7±03 

Benson & Hedges Lights lOO’s lOOFMSP.10.7 ±0.2 

Benson & Hedges Multifilter KFSP....11.2±0.3 

Cambridge Full Flavor KFSP......17.1 ±0.3 

Cambridge Full Flavor lOO’s lOOFSP.....17.2+0.3 

Cambridge Lights KFSP...123 ±0,2 

Cambridge Lights KFMSP.....1L9±0.2 

Cambridge Lights lOO's lOOFSP.... 12.0 ±0.2 

Cambridge Lights lOO’s lOOFMSP......11.9±0.2 

Cambridge Ultra Low Tar lOO’s lOOFSP...4.7±0.2 

English Ovals KNFHP.233±0.6 

Marlboro KFHP.17.0±0.2 

Marlboro KFSP.....17.4+0.2 

♦Marlboro KFMSP.17.1+0.3 

Marlboro lOO’s lOOFHP...........17.0±0.4 

Marlboro lOO's lOOFSP.17.1+03 

Marlboro 25’s KFSP..17.2±0.3 

Marlboro Lights KFHP.......,...„.....,„..... 11.0±0.2 

Marlboro Lights KFMHP.103±0.2 

Marlboro Lights KFSP.....1L2±0.2 

Marlboro Lights KFMSP...9.9 ±0.2 

Marlboro Lights lOO’s lOOFHP......_10.8 ±0.2 

Marlboro Lights lOO’s lOOFHMP.10.2+0.2 

Marlboro Li^ts lOO’s lOOFSP.11.0 ±03 

Marlboro Lights lOO’s lOOFMSP..10.9 ±0.1 

Marlboro Lights 25’s KFSP...11.2±0.2 

Marlboro lOO’s Red lOOFHP.16.4+0.3 

Marlboro lOO’s Red lOOFSP.16.5 ±0.2 

Merit KFHP.......7.8 ±0.2 

Merit KFSP...7.6+0.2 

Merit KFMSP.7.7±0.2 

Merit IQO’s lOOFSP....10.0 ±0,2 

Merit lOO’s lOOFMSP..10.1 ±0.2 

Merit Ultra Lights KFSP...4.4 ±0.2 

Merit Ultra Lights KFMSP,.,,..... 43 ±0,1 

Merit Ultra Lights lOO’s lOOFSP.5.3 ±0.1 

Merit Ultra Lights lOO’s lOOFMSP.6.0±0,2 


1,14 ±0.02 
1.26±0.02 
1.20±0.03 
1.22 ±0.01 
1,22+0.02 
1.20+0.02 
0.44±0.02 
0.47±0.01 
0.83 ±0.02 
0.81 ±0.02 
0.85+0.02 
1.09+0.01 
1.17±0.02 
0.85+0.01 
0.84±0.02 
037±0.02 
0.86 ±0.01 
0.41 ±0.01 
137±0B4 
1.14±0.02 
1.17±0.02 
1.18 ±0.01 
L22+0.03 
1.22+0.02 
1.13 ±0.02 
0.82+0.02 
0.78+0.02 
0.83±0.02 
0.77±0B1 
0.85 ±0.02 
0.81±0.02 
0.85±0.02 
036+0.01 
0.80 ±0.02 
1.19±0.02 
1.19+0.02 
0.60 ±0.01 
0.59+0.01 
0.58 ±0.01 
0.80±0.02 
0.78 ±0.02 
0.43±0.01 
0.42±0.01 
0.50±0.01 
0.53±0.02 


16.5 ±0.2 

12.6 ±0,3 
17.0 ±0.4 
17.2±0.3 
16,4+0,4 
16.4±0.3 

6.2±0.3 
6 . 2 ± 0.2 
13.0 ±0.3 
12.0±0.2 
10.8 ±0.2 
16.1+03 
16,0 ±0.3 
12,7±03 
12.1±0.3 
14,5+0.4 
14.6+0.4 
6.6±0.3 
15.6+0.5 
15.2±03 
16.9+0.4 
153 ±03 
16.9+0.6 
16.5 ±0.4 
15.9 ±03 
12.4+03 
11.2+03 
12.2+03 
10.4±0.3 
12.3+0.3 
11.2±0.4 
13.0±0.4 
12.0+03 
12.4+03 
163 ±0.4 
17.0 ±0.2 
9.8 ±0.2 

9.8 ±0.3 
10.0 ±0.3 
lLS+03 
12.0 ±0.3 

5.5+0.2 

5.9 ±0,2 
7.4+0.2 
8.2±0.3 


♦Retested brand 
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Tobacco Institute Testing Laboratory 
Market Sample 31 
Test Results - Philip wlorris Brands 


Brand 


“Tar” “Nicotine” CO 

me/cig me/cig mg/ci; 


Parliament Lights KFHP__ 

Parliament Lights KFSP. 

Parliament Lights lOO’s lOOFSP. 

Philip Morris Commander KNFSP. 

Philip Morris International lOOFHP... 
Philip Morris International lOOFMHP. 

Players RNFHP.. 

Players KFHP__ 

Players KFMHP___ 

Players lOO’s lOOFHP. 

Players lOO’s lOOEMHP.. 

Players Lights 25’s KFSP. 

Players Lights 25’s KFMSP.. 

Players 25’s Lights 100’s lOOESP. 

Players 25’s Lights lOO’s lOOFMSP. 

Saratoga 120’s 120FHP. 

Saratoga i:^s 120FMHP. 

Virginia Slims lOOFSP. 

Virgmia Slims lOOFMSP. 

Virginia Slims Lights lOOFHP. 

Virgmia Slims Lights lOOPMHP. 

* Virginia Slims lights 120’s 120FHP 
♦Vir^nia Slims Lights laO’s 120FMHP 


.. 9.5+0.2 
.. 9.1+0.2 
. 12 , 0 ± 0.2 
,26.3±0^ 
.16.8+0.4 
..16.9±0.2 
..25.2±0.4 
..11.7+0.2 
..11.9 ±0.2 
.13.9+0.2 
,.14.0+0.2 
.. 10 . 0 + 0.2 
,. 10 . 0 ± 0.2 
..11.9+0.3 
,.iL4±02 
..14.7+0.2 
..14.7+03 
..15.3 ±0.2 
,.15.1 ±0.3 
... 8.8±03 
... S.5±0.2 
„143±0,2 
,.14.9±0.2 


0.72+0.02 
0.71+0.02 
0.95 ±0.02 
1.61±0.03 
l.L5±0.02 
LOS+0-02 
1.74+0.03 
0.83 ±0.02 
032+0.01 
0.98+0.02 
0.98+0.02 
0.72+0.02 
0.71±Q.01 
0.S6±0.02 
0.81+0.01 
1.07±0.02 
L07+0.02 
1.07+0.02 
1.06+0.03 
0.70+0.02 
039+0.02 
L09±0.02 
1.08+0.01 


10.3 ±0.4 
10.4+0.2 
12.7 ±0.2 
16.2+0.5 
15.6 ±0.4 
16.2 ±0.4 
15.9 ±0.4 
12.2+0.2 
12.3+0.2 
12.9+0.3 
12.7±0.3 
11 . 1 + 0.2 
11.1 ±0.4 
14.1±0.4 
13.7+03 
14.8+03 
14.8+0.4 
13.8±03 
13.9±03 
9.3+03 
93±03 
15.2±03 
i4,9±03 


*Retested brand 
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Source: https://www.industrydocuments.ucsf.edu/docs/jrlk0001 



































